ETag: "227fc18690d9a1924d3b943a257b52b3"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 33793
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Marvin J. Garbis
x-archive-meta-case-cause: 35:271 Patent Infringement
x-archive-meta-case-name: Hartjen v. Cross Medical Products, Inc.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: mdd
x-archive-meta-date-case-filed: 2006-11-08
x-archive-meta-date-case-terminated: 2008-07-29
x-archive-meta-docket-num: 1:06-cv-02938
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 830 Patent
x-archive-meta-pacer-case-num: 144738
x-archive-queue-derive: 0
x-upload-date: 2012-03-09T13:23:01.000Z
